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t 3 THis pOCURENT commis {2FORTMATION LFFECTING WaT NATIOWAL CRFERSE a 
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4 9. ploy 31 AUD 82, AS AGENDED, ITS hag peter te OB TAK REVELATION a 


THIS IS UNEVALUATED INFORMATION 


25X1- 1. The itoscow Ponicillin Factory Ne 0 ‘Penicillin Zaved io 40) is 
in )«tyabrski tayon, 5390 neturs routh of the Khoroshenskoyo 
hiczhway and atout 5 ln west of th crossing of the Lenincrad and 
Khorosheaskoye hirnvwayc. * It is an old stant reconcitioned for 
dencillin yroductisn by the installation of naw evuinnent in the 
main buildiar and bir the esactruction of new buildinass. In 1943 
yroduction var underway in the main builcias, 


2. The slant coverca: an area of 202K200 meteors, The main oocuction 
buildin: y LD0x3u neters, was a fiveestory structura, Ja tae Sirst 
floor wis an old boiler shop with ctea:n boilers desi:med for coal 
firing. . vralled smokestack -as on the roof, Algo on the first 
floor was a workstiop wath nachine tools and a switch anc transformer 

installztion ith svitchboards, control instruments, ant cablo 
fe ee, Ia tne 2rocuction denurtnents were eight onnsha xd 
boilers, 1,8 to 2 .ueters in ciancter and 2.10 meters Lich. A thermal 
troatment of a coffec-colored liguid could be observed throush trindows 
in the boiler walls. The tomperuturas wero continuously mcasured and 
recorded. the product waz allecedly penicillin in its fiaal staze of 
orocessin, An ugoes floor of the main buildinz housed a lavoratory 
vith a closet, 1° suneters wide, 15 meters hich, and 2 meters dec, 
which wa: locked uo like a unfo. The closet, which, accordiny to the 
iascriotions, was of Jf ume, wac elleredly an electrically heated 
chambor, Its interior war subdividec by crates into soveral co.uvartments. 


3, In addition to the sain luilcinas, there wus a aew, three=story structure, 
fseasurin: 40x20 meters, oe of woich wa. being eyuianed as a joinery. 
The new boiler house, 25x25 meters, hal next to it an iron smokestack, 
which was 30 meters hich and wa. built on a concrete base, ne coale 
burnin boiler installation in the new house was in oseration, and a 
Second one was being set up. A storehouse, 30x19 meters, contained 15 
metal barrels seach holding 2099 liters of fish oil, netal drums labelled 
"Oliv" and each containing 190 litors of olive oil, carboys cach con= 
taininy 109 cubic centimeters of olive oil, and 200 carboys labelled 
"ohosohoric acic" and each containins 50 to GO liters, Also in the slant 
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yord was a carem-rtory mess building, 5920 roters, end an old two-story 
residential building, 15xlp meters. Electric power was supplied by 
another plant. «# 


4. The pencillin produced here was coffee-colored and somewhat viscous. It 
was put into glass flasks with a capacity of 50 cubic centimeters each. 
These flasks, which were plugred with cork and sealed with wax, were 
labelled "PENCILLIN"’, written in Latin letters. The plant also produced 
camphor oil and liquid dextrose, which were poured into tubes with a 
capacity of 2 cubic centimeters each. Production firures are not lmown. 


5» Among the raw materials usec, phosp::oric acid, olive oil, fish oil, and 
dried yellow peas were noted. Large aovnts of leached peas were observed 
among the waste. 


6. The olant employed about 500 workers, half of whom were women, Many women 


5X4 spoke snglish. ‘York was done in one shift lasting from 9 a.m. to 5 roms 
5X1 > % Lp Gomes —_oseription of the plant's location is hardly 

credible. It is in contradiction to information furnished [] 5X1 
5X1 s+ [_ Pomment. A sketch of the plant yard is given in the annex. 


i Annex: 1 = sketch on ditto. 
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